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Message Text 


INFO OCT-01 EUR- 12 NEA-10 ISO-00 CCO-00 SY-05 /034 W 

120159Z 008691 /70 

R 1 10909Z MAY 77 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 512 
INFO AMEMBASSY BAGHDAD 
AMCONSUL KARACHI 
RRF WASHDC 


LIMITED OFFICIAL USE ATHENS 4360 

STATE FOR OIC/NSU, OC-PE; BAGHDAD FOR CRU; KARACHI FOR RCO. 

EO 11652: NA 
TAGS: ASECNSU 

SUBJECT: BAGHDAD CCC POWER RENOVATION 

RECOMMEND THAT SEABEE TEAM SELECTED FOR THE ELECTRICAL 
PORTION OF THE BAGHDAD CCC POWER RENOVATION BE THOROUGHLY 
FAMILIAR WITH THE DTS BLUE BOOK POWER WIRING STANDARDS 
AND EURNISHED A COPY TO HAVE WITH THEM, ON SITE, DURING 
INSTALLATION. 
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